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ANNUAL  REPORT  OF 
TI-IE  MEDICAL  OFFICER  OF  HEALTH 
FOR  THE  YEAR  1961. 


To  the  Chairman  and  Members  of 
the  Eston  Urban  District  Council : 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I have  the  honour  to  present  the  Annual  Report  on  the  health 
of  this  district  for  the  year  ended  31st  December,  1961,  this  being  my 
second  Annual  Report. 

You  will  see  from  the  tables  in  the  report  by  the  Chief  Public 
Health  Inspector  that  there  has  been  a very  great  improvement  in  the 
state  of  the  atmosphere  during  the  year  under  consideration.  The 
deposit  gauges  have  in  fact  recorded  their  lowest  figures  for  10  years. 
It  may  be  a coincidence  that  during  the  same  period  there  has  been  a 
steep  fall  in  the  Infant  Mortality  Rate  and  the  general  Death  Rate  in 
your  Urban  District,  but  the  two  might  well  be  connected.  Whether 
they  are  or  not,  the  improvement  in  health  and  atmospheric  pollution 
is  most  gratifying.  It  is  hoped  that  every  possible  effort  will  be  made 
to  maintain  this  improvement  during  the  coming  year,  and  that  every 
new  project  will  be  carefully  scrutinised  from  a health  point  of  view 
and  adequate  safeguards  laid  down  for  the  avoidance  of  further  atmos- 
pheric pollution.  With  all  the  publicity  that  has  been  given  to  smoking 
and  lung  cancer  during  the  last  year,  it  is  an  opportune  moment  to 
reconsider  and  follow  up  the  figures  for  lung  cancer  prepared  by  my 
predecessor  in  1957.  Figures  up  to  i960  are  shown  below  for  easy 
reference: — 
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Year 

Population 

Total 

Deaths 

Lung 

Cancer 

Deaths 

Lung  Cancer  Deaths  per 
1000  of  the  population — 

Eston 

England  and 
Wales 

1948 

32540 

363 

3 

0.09 

0.24 

1949 

33060 

385 

8 

0.24 

0.26 

1950 

33440 

337 

5 

0.15 

0.28 

1951 

33110 

392 

9 

0.27 

0.30 

1952 

33350 

356 

II 

0.33 

0.32 

1953 

33530 

343 

7 

0.21 

0.34 

1954 

33680 

339 

7 

0.21 

0.37 

1955 

34200 

309 

14 

0.41 

0.39 

1956 

34510 

371 

5 

0.14 

0.41 

1957 

34890 

337 

6 

0.17 

0.43 

1958 

35310 

356 

16 

0.45 

0.44 

1959 

35750 

350 

19 

0.53 

0.46 

i960 

36180 

409 

23 

0.64 

0.48 

It  will  be  observed  that  in  1948,  the  death  rate  from  lung  cancer 
in  the  Eston  Urban  District  was  below  the  national  average  and  that 
there  were  only  3 deaths  from  this  disease.  By  i960  (the  latest  complete 
figures  available),  the  death  rate  for  England  and  Wales  had  doubled 
and  tlie  rate  in  tlie  Eston  Urban  District  had  multiplied  seven- 
fold. In  i960  there  were  23  deaths  from  this  disease.  No  doubt  the 
increase  in  cigarette  smoking  plays  a major  part  in  this  rather  shocking 
increase,  but  it  is  difficult  to  believe  that  it  is  the  sole  cause,  and  that 
general  environmental  conditions,  including  atmospheric  pollution, 
are  not  in  some  measure  responsible  for  lung  cancer,  just  as  they  are 
undoubtedly  responsible  for  bronchitis,  the  number  one  enemy  of  your 
Urban  District.  It  is  not  a simple  matter  to  investigate  the  cause  of  this 
increase  as  the  cause  of  each  individual  case  would  probably  have  to  be 
traced  back  more  than  10  years.  Perhaps  if  the  present  improvement 
in  atmospheric  conditions  is  maintained,  the  next  10  years  may  show  a 
regression  in  the  death  rate  from  lung  cancer. 

I should  like  to  thank  Members  of  the  Council  for  their  help  during 
the  year,  and  for  the  excellent  new  offices  which  have  made  work  so 
much  easier  and  so  much  more  agreeable  for  the  public  health  staff. 
I should  also  like  to  thank  the  Officials  of  the  Council  for  their  co- 
operation with  me. 

I am. 

Your  obedient  servant, 

T.  P.  BINNS, 
Medical  Officer  of  Health, 
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SECTIOM  A. 

Statistics  and  Social  Condition 


of  the  Area. 


Population. 

The  Registrar  General’s  estimate  of  the  population  of  the  distria 
in  the  mid-year  1961  was  36,970  as  compared  with  an  estimate  of 
population  for  the  mid-year  i960  of  36,180. 


Registrar  General’s  estimate  mid-year  1955 


.. 

.. 

.. 

.. 

1956 

.. 

5. 

.. 

.. 

1957 

.. 

.. 

.5 

.. 

1958 

.. 

.. 

.. 

.. 

1959 

.. 

.. 

.. 

.. 

i960 

34,200 

34.510 

34,890 

35.310 

33'.750 

36,180 


GENERAL  STATISTICS. 

I am  indebted  to  the  Council’s  Treasurer  who  has  supplied  me 
with  the  following  statistics  : — 

Area  of  the  District 5.559  acres 

Number  of  inhabited  houses  (end  of  1961)  10,768 

Rateable  value  (end  of  1961)  £847,494 

Produce  of  penny  rate  : 

1960/61  (actual)  £3.512  9s.  2d. 

1961/62  (estimate) £3.470 


SOCIAL  CONDITIONS. 

Progress  in  the  improvement  of  social  conditions  has  been  dis- 
appointing on  account  of  slow  progress  in  slum  clearance  and  the 
rehousing  in  a better  environment  of  people  liable  to  bronchitis, 
tonsillitis  and  other  upper  respiratory  diseases.  There  is  ample  evidence 
to  show  that  the  loss  of  working  time  and  school  attendance  could  be 
greatly  reduced  if  something  could  be  done  to  remove  susceptible 
persons  into  more  suitable  surroundings.  During  the  year  there  has 
been  a gratifying  improvement  in  the  number  of  babies  with  serious 
respiratory  disorders. 
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EXTRACTS  FROM  VITAL  STATISTICS. 


BIRTHS. 

Live  Births  : 

Total 

Male 

Female 

Legitimate 

...  ...  797 

399 

398 

Illegitimate 

53 

30 

23 

Birth  Rate  per  I3OOO  of  the  estimated  resident  population — 23 

Rate  for  England  and  Wales — 17.4 


Illegitimate  Live  Births  per  cent,  of  total  Live  Births — 6.2%. 


Still  Births  : — 

Total 

Male 

Female 

Legitimate 

• • • 

28 

II 

17 

Illegitimate 

• • • 

2 

I 

I 

Rate  per  1,000  (live  and  still)  births — 34.1. 
Total  live  and  stiU  births — 880. 


DEATHS. 

Infant  deaths  under  one  year — 20. 

Infant  Mortality  Rates  : 

Total  infant  deaths  per  1,000  live  births 23.5 

Legitimate  infant  deaths  per  1,000  legitimate  live 

births  ...  ...  ...  ...  ...  ...  25* I 

Illegitimate  infant  deaths  per  1,000  illegitimate  live 

births  ...  nil 

Neonatal  mortality  rate — 17.6  per  1,000  live  births. 

Early  neonatal  mortality  rate— 1 4.1  per  1,000  live  births. 

Perinatal  mortality  rate — 47.7  per  1,000  live  and  still  births. 

Infant  Mortality  Rate  for  England  and  Wales — 21.4  per  1,000. 

Total  Deaths — 364.  Male — 199.  Female — 165. 

Death  rate  per  1,000  of  the  estimated  resident  population- — 9.8. 

Rate  for  England  and  Wales — 12.0. 
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ANALYSIS  OF  DEATHS  IN  AGE  GROUPS. 


The  deaths  which  occurred  during  the  year,  divided  into  age 
groups,  are  as  follows  : — 


20  deaths  under  one  year  of  age. 


6 

55 

over 

I 

and  under 

5 years 

— 

35 

33 

5 

33 

33 

10 

33 

— 

33 

33 

10 

33 

33 

15 

33 

I 

death 

33 

15 

33 

33 

25 

33 

17 

deaths 

33 

25 

33 

33 

45 

33 

100 

33 

33 

45 

33 

33 

65 

33 

95 

33 

33 

65 

33 

33 

75 

33 

125 

33 

33 

75  years  of  age. 

ANALYSIS  OF  INFANT  MORTALITY  1961. 


Cause  of 
death 

Under 

I week 

1-2 

weeks 

2-3 

weeks 

3-4 

weeks 

Total 

under 

4 weeks 

I - 3 

months 

3-6 

months 

6-9 

months 

9-12 
mo  nths 

Total 

deaths 

under 

I year 

Pneumonia 

I 

I 

— 

— 

2 

2 

— 

I 

I 

6 

Haematemesis 
(liver  failure) 

— 

— 

— 

— 

— 

I 

— 

— 

— 

I 

Prematurity 

5 

— 

— 

— > 

5 

— 

— 

— 

— 

5 

Congenital 

malformations 

5 

I 

I 

— 

7 

— 

— 

— 

— 

7 

Cerebral 

haemorrhage 

I 

— 

— 

— 

I 

— 

— 

— 

— • 

I 

Totals 

12 

2 

I 

15 

3 

— 

I 

I 

20 
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CAUSES  OF  DEATH 


Tuberculosis  (respiratory) 

Tuberculosis  (other)  

Syphilitic  disease  

MaUgnant  disease  (all  forms)  . . . 

Leukaemia  

Diabetes  

Vascular  lesions  of  nervous  system 

Heart  diseases  

Other  circulatory  disease 

Influenza  ...  

Pneumonia  

Bronchitis  

Other  diseases  of  respiratory  system 
Ulcer  of  stomach  & duodenum 
Gastritis,  enteritis  and  diarrhoea 
Nephritis  and  nephrosis 
Congenital  malformations 
Other  defined  & ill-defined  diseases 
Motor  vehicle  accidents 

All  other  accidents  

Suicide 
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SiCTiON  B. 


General  Provision  of  Health  Services 


in  the  Area. 


The  details  of  the  staff  are  given  at  the  beginning  of  the  Report. 


LABORATORY  FACILITIES. 

As  in  previous  years,  these  are  provided  at  the  Public  Health 
Laboratory,  Middlesbrough,  and  the  service  is  always  very  efficient. 


AMBULANCE  FACILITIES. 

The  Ambulance  Service  is  under  the  North  Riding  County 
Council  and  the  vehicles  are  based  at  Redcar  depot. 


NURSING  IN  THE  HOMES. 

The  Home  Nursing  and  Domiciliary  Midwifery  Service  is  under 
the  general  direction  of  the  County  Council  with  the  day  to  day 
administration  under  the  control  of  the  Eston  Area  Local  Health 
Sub-Committee.  The  staff  employed  consists  of  8 Midv/ives,  6 
full-time  District  Nurses  and  5 relief  Nurses. 

During  the  year  the  Midwives  attended  402  births. 

During  the  year  the  District  Nurses  paid  14,162  visits. 
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DOMESTIC  HELP  SERVICE. 


A Domestic  Help  Service  is  provided  by  the  North  Riding  County 
Council.  The  23  Domestic  Helps  available  attended  201  cases  during 
the  year. 


SECTiON  C 

Sanitary  Circumstances. 

Details  of  the  sanitary  conditions  in  the  area  are  dealt  with  in 
the  report  of  the  Chief  Pubhc  Health  Inspector. 


SECTIOM  D. 

HOUSING. 

Housing  details  are  given  in  the  report  of  the  Chief  Public 
Health  Inspector,  but  I am  very  pleased  to  incorporate  here  a special 
report  on  housing  prepared  by  Mr.  Jones,  Housing  Manager. 

“During  the  year  building  was  confined  to  the  Grange- 
town  South  Estate  and  Grangetown  (Grange  Close),  and  the 


following  dwellings  were  completed: — 

Two-bedroomed  houses  12 

Three-bedroomed  houses  ...  43 

Four-bedroomed  houses  2 

Two-bedroomed  maisonettes  7 

Two-bedroomed  flats  4 

One-bedroomed  flats 4 

Aged  Persons’  bungalows  4 


76 


At  the  end  of  1961  the  number  of  dwellings  owned  by  the 
Council  (excluding  15  “miscellaneous”  properties)  was  3,803. 
Of  these  2,496  were  post-war  houses. 
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Details  of  dwellings  (excluding  the  “ miscellaneous  ”) 
owned  by  the  Council  at  31st  December,  1961,  are — 


Type  of 
Dwelling 

No.  built 
pre-war 

No.  built 
post-war 

Totals 

Aged  persons’ 

bungalows 

• « * 

142 

208 

350 

Two-bedroomed  houses 

(including  temporary  houses) 

428 

746 

1.174 

Flats  or  maisonettes 

.... 

— 

26 

26 

Three-bedroomed 

houses 

• • • 

671 

1.454 

2,125 

Four-bedroomed 

houses 

* « • 

66 

62 

128 

1.307 

2,496 

3.803 

(Note. — The  post-war  total  of  three-bedroomed  houses 
includes  ii  rebuilt  after  being  destroyed.  This  number  has 
been  deducted  from  the  pre-war  total)”. 


SiGTIOM  E. 

Meat  and  other  Foods. 

This  is  dealt  with  by  the  Chief  Public  Health  Inspector. 
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SECTION  ¥. 


Prevalence  and  Control  over  Infectious 


Diseases. 


Infectious  Diseases  amongst  children  in  the  area 


Under 

5 years. 

Over 

5 years. 

Total 

Scarlet  Fever 

5 

I 

6 

Measles  

...  153 

64 

217 

Sonne  Dysentery 

7 

I 

8 

Chicken  Pox 

...  2 

— 

2 

Mumps  

• • • 

I 

I 

This  year  there  was  another  outbreak  of  Measles  on  a scale  similar 
to  that  of  last  year.  It  was  however  not  a severe  type  and  there  were 
no  deaths. 


Immunisation  against  Diphtheria,  Whooping  Cough  and  Polio- 
myelitis is  available  in  the  clinics  at  Normanby,  South  Bank  and 
Grangetown.  Vaccination  against  Smallpox  is  done  by  the  local 
practitioners. 
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Total 


NOTIFIABLE  INFECTIOUS  DISEASES  IN  THE  WARDS. 
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Branch 


TUBERCULOSIS, 


NEW  CASES  AND  MORTALITY  DURING  1961. 


Particulars  of  new  cases  of  Tuberculosis  notified  during  the  year 
and  of  ail  deaths  from  this  disease  are  shown  in  the  following  Table 
in  age  groups  : — 


Age  Groups 

Cases  Notified 

Deaths 

Pulmonary 

M.  F. 

Non- 

Pulmonary 

M.  F. 

Pulmonary 

M.  F. 

Non- 

Pulmonary 

M.  F. 

Under  i year 

I to  5 years 

5 35  10  years 

10  15  years 

15  20  years 

20  3,  25  years 

25  33  35  years 

35  33  45  years 

45  33  55  years 

55  33  65  years 

65  years  and  over 

I — 

I 3 

— I 

1 3 

2 3 

— 2 

2 I 

2 2 

3 — 

2 I 

1 1 1 1 1 1 1 1 1 1 1 

1 1 1 U 1 1 1 1 1 1 

2 — 

— I 

» 1 1 1 1 1 1 1 1 1 1 

1 1 1 1 1 1 1 M 1 1 

Totals 

14  16 

— 2 

2 I 

I — 

The  total  number  of  cases  notified  shows  an  increase  of  2 as 
compared  with  i960  whereas  the  number  of  deaths  remains  the  same 
as  in  i960. 
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ANNUAL  REPORT  OF  THE  CHIEF  PUBLIC  HEALTH 
INSPECTOR  FOR  THE  YEAR,  1961. 


To  the  Chairman  and  Members  of  the 

Eston  Urban  District  Council. 

Mr.  Chairman,  Ladies  and  Gentlemen, 

In  my  opening  remarks  to  this,  my  tliirteenth  contribution  towards 
the  Annual  Report  of  the  Public  Health  and  Cleansing  Department,  it 
gives  me  great  pleasure  to  record  that  during  the  early  part  of  this  year, 
staff  of  all  departments  of  your  Authority  were  most  comfortably 
accommodated  in  the  new  Municipal  Offices.  For  myself  work  has 
been  most  pleasant  in  these  new  surroundings  and  may  I express 
personal  appreciation  to  the  Chairman  and  iVIembers  of  the  Council  for 
their  thoughtfulness  in  this  very  important  provision  of  Staff  accommo- 
dation. 

Work  in  connection  with  Housing,  Food  Inspection,  Atmospheric 
Pollution  and  Public  Cleansing  has  been  steadily  pursued  but  not  so 
expeditiously  as  one  would  desire.  The  additional  staff  which  your 
Authority  have  agreed  upon  will  no  doubt  improve  results  in  this 
direction. 

To  the  Chairman  and  Members  of  the  Public  Health  Committee, 
the  Medical  Officer  of  Health,  other  Chief  Officers,  Staff  and  Workmen 
may  I express  my  thanks  and  appreciation  for  their  most  valuable  co- 
operation and  assistance  to  the  Department  during  the  past  year. 


I remain. 

Yours  obediently, 


JAMES  H.  BURROWS, 

Chief  Public  Health  Inspector  and 
Cleansing  Superintendent. 
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HOUSING. 


Number  of  new  houses  erected  during  the  year  : — 

(a)  Total  (including  numbers  given  separately  under  (b))  ...  144 

(b)  (i)  For  Local  Authority  — Permanent 76 

(2)  — Temporary  ...  nil 

(3)  Other  than  Local  Authority  68 

1.  Inspection  of  Dwelling  Houses  during  the  year: — 

(i)  (a)  Total  number  of  dwelling  houses  inspected  for 
housing  defects  (under  Public  Health  or 

Housing  Acts)  457 

(b)  Number  of  inspections  made  for  the  purpose  1.837 

2.  Remedy  of  Defects  during  the  year  without  service  of 
formal  notices  : — 

Number  of  defective  houses  rendered  fit  in 
consequence  of  informal  action  by  the  Local 
Authority  or  their  Officers  473 

3.  Proceedings  under  Public  Health  Acts  : — 

(1)  Number  of  dwelling  houses  in  respect  of 

which  notices  were  served  requiring 
defects  to  be  remedied  9 

(2)  Number  of  dwelling  houses  in  which 
defects  were  remedied  after  the  service 
of  notices  : — 

(a)  By  Owners  10 

(b)  By  Local  Authority  in  default  of 

Owners  nil 


4.  Overcrowding. 

No  survey  has  been  carried  out  in  post  war  years  but  the  present 
“ Points  Scheme  ” control  does  provide  for  those  applicants  living 
under  overcrowded  conditions  and  who  desire  a Council  House.  The 
general  position  to  date  shows  improvement  and  will  improve  still 
further  as  house  building  comes  more  to  the  fore  and  new  and  improved 
dwellings  are  erected  in  the  District. 
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I am  indebted  to  the  Housing  Manager  for  the  following 
information  : 

During  the  year,  approximately  290  applications  were 
received  by  your  Authority  for  Council  Houses  and 
records  of  lettings  were  as  follows  : — 


Sub-tenants 

42 

Overcrowded  families  

39 

Tuberculosis  in  family  

12 

Aged  Persons  

38 

Key  Workers 

13 

Slum  Clearance  

I 

Staff  Housing,  General  Medical  and 
Special  Cases  

19 

Total 

164 

IMPROVEMENT  GRANTS 

18  applications  were  received  during  the  year.  In  each  case 
estimates  and  specifications  in  connection  with  works  ranking  for 
grant  and  works  of  repair  were  prepared  in  the  Department.  This  in 
my  opinion  is  the  only  method  which  provides  a true  final  check  and 
safeguards  the  Authority  against  shoddy  work  as  grant  can  be  withheld 
until  the  works  are  completed  satisfactorily. 

The  applications  for  Improvement  Grant  v/ere  dealt  with  as 
under : — 

Grants  Made  1 1 

Not  qualified  for  Grant  i 

Applications  withdrawn  2 

Applications  pending  4 


CLEARANCE  AREAS. 

There  is  ample  opportunity  for  Clearance  Area  work  to  be  effected 
in  certain  parts  of  your  District.  Progress  has  been  very  slow  but  it  is 
hoped  that  with  accelerated  housing  development  the  Authority  will 
find  it  opportune  to  allocate  more  houses  for  slum  clearance  and  a 
regular  yearly  programme  of  clearance  and  demolition  works  can  be 
undertaken. 

Towards  the  end  of  1961  approximately  60  houses  were  “Officially 
Represented”  to  your  Authority  and  these  no  doubt  will  be  reported 
upon  in  the  Annual  Report  for  the  year  1962. 
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WATER 


During  the  year  15  samples  of  water  were  taken  in  conjunction 
with  the  personnel  of  the  Cleveland  and  Tees  Valley  Water  Board  from 
user  points  within  your  District.  All  samples  were  submitted  for 
bacteriological  examination  and  8 samples  proved  to  be  unsatisfactory. 
Follow  up  sampling  in  conjunction  with  the  Water  Board  personnel  and 
their  co-operation  in  mains  flushing,  etc.  provided  an  improvement  in 
results.  However,  it  would  appear  that  regular  sampling  by  the  Staff 
must  be  effected,  especially  when  fresh  bulk  supplies  are  being  provided 
for  this  District  for  both  domestic  and  industrial  use. 


Regular  sampling  is  undertaken  by  the  Cleveland  and  Tees  Valley 
Water  Board  Staff  who  have  forwarded  the  following  information: — 


The  water  supply  to  the  area  has  been  satisfactory  in  quality  and 
quantity  during  the  year  1961.  Bacteriological  examinations  of  the 
raw  water  are  carried  out  approximately  weekly  and  the  water  supply  is 
examined  as  it  leaves  the  works  and  at  various  points  in  the  distribution 
system.  Over  50  samples  per  month  of  the  treated  water  were  taken 
for  bacteriological  examination  and  the  results  showed  the  supply  to  be 
of  satisfactory  purity  throughout  the  year. 

The  supply  to  the  Eston  Urban  District  Council  area  is  from  Long 
Newton  Reservoir  where  the  Lartington  Gravitation  water  is  mixed 
with  one  third  of  its  own  volume  of  water  from  the  River  Tees  derived 
supply. 


The  treatment  of  the  Lartington  Gravitation  Supply  consists  of 
slow  sand  filtration  followed  by  treatment  with  ammonia  and  chlorine. 
The  River  Tees  derived  supply  is  clarified  by  coagulation  methods 
followed  by  rapid  gravity  filtration  and  pH  adjustment.  Sterilisation 
with  chlorine  completes  the  treatment. 


The  water  leaving  Long  Newton  Reservoir  is  filtered  through 
microstrainers,  which  consist  of  revolving  drums  of  stainless  steel  wire 
mesh  with  160,000  apertures  to  the  square  inch,  and  then  re-chlorinated 
before  passing  into  supply. 

Summaries  of  bacteriological  and  chemical  analyses  for  the  River 
Tees  derived  supply  and  the  Lartington  Gravitation  supply  are 
appended,  together  with  a summary  sheet  showing  the  chemical 
and  bacteriological  characteristics  of  the  blended  water  leaving  Long 
Newton  Reservoir. 

The  water  has  no  plumbo-solvent  action. 
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LARTINGTON  GRAVITATION  SUPPLY. 


Summary  of  analysis  results,  ist  January — 31st  December,  1961. 

Chemical  results  are  expressed  as  parts  per  million  except  where 
otherwise  stated. 

Chemical  Results. 


Average. 

Maximum. 

Minimum. 

Ammoniacal  Nitrogen 

0.035 

0.460 

nil. 

Albuminoid  Nitrogen 

0.088 

0.130 

0.012 

Nitrite  Nitrogen  

<0.01 

<0.01 

nil. 

Nitrate  Nitrogen  

Oxygen  absorbed  from  perman- 

0.4 

1-3 

nil. 

ganate  in  4 hrs.  at  27°  C. 

74 

II.O 

5-1 

Colour  (Hazen  Units) 

90 

130 

55 

Turbidity  

<3 

17 

nil. 

pU.  ...  ... 

6.9 

7.6 

6.6 

Free  Carbon  Dioxide 

7 

28 

2 

Alkalinity  as  CaCog 

27 

43 

13 

Carbonate  Hardness  as  CaCog 

27 

43 

13 

Non-carbonate  Hardness  as  CaCog 

14 

23 

7 

Total  Hardness  as  CaCog 

41 

52 

28 

Calcium  Hardness  as  CaCog 

34 

41 

24 

Magnesium  Hardness  as  CaCog 

8 

13 

4 

Chlorides  as  Cl  

7 

15 

4 

Phosphates  as  PgOg  

<0.03 

0.04 

<0.01 

Silicates  as  Si 0 2 

2 

3 

I 

Iron  as  Fe  

0.26 

0.56 

0.04 

Conductivity  

96 

115 

73 

Total  solids  dried  at  105  °C 

87 

no 

54 

Potassium  as  K 

0.75 

0.9 

0.65 

Sodium  as  Na  

3-3 

3-9 

3.0 

Dissolved  solids  dried  at  180°  C 84 

< = Less  than. 

103 

57 

The  above  estimations  were  not  all  carried  out  on  the 
of  samples. 

Bacteriological  Results. 

same  number 

Average. 

Colony  count  per  ml.  on  yeast 

Maximum. 

Minimum. 

extract  agar  after  i day  at  37°  C. 
Colony  count  per  ml.  on  yeast 

15 

31 

I 

extract  agar  after  2 days  at  37°  C. 
Colony  count  per  ml.  on  yeast 

18 

38 

2 

extract  agar  after  3 days  at  20°  C. 

32 

80 

7 

Percentage  of  samples  giving  no  Presumptive  Coliform 

reaction  per  100  ml 99-6% 

Percentage  of  samples  showing  no  reaction  for  B.  Coli 

(Type  i)  per  100  ml.  100% 
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LONG  NEWTON  RESERVOIR  DISTRIBUTION  ZONE. 


Summary  of  analysis  results  on  the  water  leaving  Long  Newton 

Reservoir 

1st  January  to  31st  December,  1961. 


Chemical  Results  are  expressed 

as  parts 

per  million 

except  where 

otherwise  stated. 

Average. 

Ammoniacal  Nitrogen  ...  0.017 

Maximum. 

0.06 

Minimum. 

0.007 

Albuminoid  Nitrogen 

0.086 

0.105 

0.065 

Nitrite  Nitrogen  

<.001 

0.001 

Nil 

Nitrate  Nitrogen  

0.4 

0.55 

0.25 

Oxygen  absorbed  from  perman- 
ganate in  4 hours  at  27°  C. 

5.2 

6.9 

4.2 

Colour  (Hazen  Units) 

55 

70 

40 

II.  ...  ...  ...  ... 

7-2 

7-7 

7 

Free  Carbon  Dioxide 

3 

4 

1-5 

Alkahnity  as  CaCog 

41 

61 

28 

Carbonate  Hardness  as  CaCog 

41 

61 

28 

Non-carbonate  Hardness  as  CaCog  21 

27 

3 

Total  Hardness  as  CaCog 

62 

71 

53 

Calcium  Hardness  as  CaCog... 

51 

57 

40 

Magnesium  Hardness  as  CaCog 

II 

14 

7 

Chloride  as  Cl 

9 

10.5 

7 

Phosphate  as  PgOg  

<0.03 

0.03 

<0.01 

Sihcate  as  SiOg  

2 

3 

I 

Iron  as  Fe  

O.I 

0.18 

0.06 

Potassium  as  K 

I.O 

1.25 

0.7 

Sodium  as  Na 

4.1 

5.0 

3.6 

Total  solids  dried  at  I05°C 

108 

125 

83 

Turbidity  

4 

15 

Nil 

Percentage  of  samples  giving  no  Presumptive  Coliform 

reaction  per  looml.  99-5% 

Percentage  of  samples  giving  no  B.  Coli  (Type  i)  per  lOoml.  100% 

< = Less  than. 
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RIVER  TEES  DERIVED  SUPPLY  FROM 

BROKEN  SCAR  V/ORKS,  DARLINGTON 


Summary  of  analysis  results  ist  January— 

31st  December,  1961. 

Chemical  results  are  expressed 
otherwise  stated. 

Chemical 

as  parts  per  million  except  where 

Results. 

Average.  Maximum.  Minimum. 

Ammoniacal  Nitrogen 

0.013 

O.II 

Nil 

Albuminoid  Nitrogen  

0.039 

0.125 

0.013 

Nitrite  Nitrogen  

<0.001 

<0.01 

Nil 

Nitrate  Nitrogen  

Oxygen  absorbed  from  perman- 

0.75 

1.6 

<0.25 

ganate  in  4 hours  at  27°  C 

1. 1 

2.5 

0.6 

Colour  (Hazen  Units) 

10 

30 

2 

Turbidity  

<3 

13 

Nil 

pH.  ...  ...  ... 

74 

8.1 

7.0 

Free  Carbon  Dioxide  

4 

8 

Trace 

Alkahnity  as  CaCog  

66 

no 

25 

Carbonate  Hardness  as  CaCog  ... 

66 

no 

25 

Non-carbonate  Hardness  as  CaCog 

56 

75 

37 

Total  Hardness  as  CaCog 

122 

175 

70 

Calcium  Hardness  as  CaCog  ... 

99 

124 

71 

Magnesium  Hardness  as  CaCog 

23 

37 

9 

Chloride  as  Cl  

9 

12 

5 

Phosphates  as  PgOg  

<0.03 

0.04 

<0.01 

Silicates  as  SiOg  

3 

5 

2 

Iron  as  Fe  

0.08 

0.36 

Nil 

Conductivity  

255 

335 

170 

Total  solids  dried  at  I05°C 

182 

235 

131 

Potassium  as  K 

1.35 

2.0 

0.9 

Sodium  as  Na  

Dissolved  solids  dried  at 

6.0 

8.7 

3.6 

180°  C ...  152 

< = Less  than 

225 

115 

The  above  estimations  were  not  all  carried  out  on  the  same  number 
of  samples. 

Bacteriological  Results. 

Average. 

Colony  count  per  ml.  on  yeast 

Maximum. 

Minimum. 

extract  agar  after  i day  at  37°  C. 
Colony  count  per  ml.  on  yeast 

4 

30 

0 

extract  agar  after  2 days  at  37  ° C. 
Colony  count  per  ml.  on  yeast 

5 

38 

0 

extract  agar  after  3 days  at  20°  C. 

4 

18 

0 

Percentage  of  samples  giving  no  Presumptive  Coliform 

reaction  per  100  ml.  99-8% 

Percentage  of  samples  showing  no  reaction  for  B.Coli 

(type  I)  per  loo  ml ioo% 
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DITCHES  AND  WATER-COURSES. 

7 visits  were  madeby  the  staff  relative  to  complaints  of  obstructions 
and  pollution  of  streams  and  stagnant  water.  Work  of  clearance  was 
referred  to  the  Department  of  the  Engineer  and  Surveyor  for  attention. 

SANITARY  ACCOMMODATION. 

All  residential  and  business  properties  in  your  district  are 
provided  with  water  closets.  With  the  building  of  new  houses 
approximately  144  additional  water  closets  were  installed  this  year 
which  makes  a total  of  approximately  11,079  for  the  whole  area. 

PUBLIC  CONVENIENCES. 

At  the  time  of  preparing  this  report  the  long  awaited  Public  Con- 
venience at  Normanby  was  under  construction.  It  would  appear  that 
some  of  the  outmoded  Public  Conveniences,  notably  Grangetown 
Square  and  Grangetown  Subway,  should  be  either  demolished  or 
modernised.  In  any  case  there  is  a demand  for  a Public  Convenience 
to  accommodate  both  sexes  at  Grangetown  Square. 

SANITARY  INSPECTION  OF  THE  AREA. 

The  following  is  a tabulated  statement  of  the  number  and  nature 
of  the  inspections  carried  out  during  the  year  under  the  various  Acts, 


Orders  and  Bye-laws  in  force  within  the  District : — 

Inspections  under  Public  Health  Act,  etc.  838 

Re-inspections  under  above  relative  to  Houses I5390 

Interviews  with  Builders,  Owners  and  others  1^845 

Complaints  investigated 725 

Inspection  of : — 

Bakehouses  33 

Dairies  and  Distributors 8 

Butchers’  Shops  and  Slaughterhouses  366 

Markets  and  Food  Stores  783 

Fish  and  Fried  Fish  Shops  34 

Factories  and  Workplaces 108 

Works  of  Building  operations  9 

Public  HaUs  and  other  Buildings  26 

Conveniences  (Public)  224 

Rat  Infested  Premises  2,233 

Verminous  and  filthy  Premises  214 

Infectious  Disease  155 

Terminal  Disinfection  34 

Drain  Examinations  420 

Registered  Preparation  Rooms — Food  and  Drugs  Act  ...  188 

Mobile  Shops  66 

Houses  Let  in  Lodgings 12 
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Accumulations  of  rubbish  103 

Tents,  Vans  and  Sheds  34 

Streams  and  Stagnant  Water  ...  ...  ...  ...  7 

Re  Council  House  Lettings  398 

Refuse  Collection,  Disposal,  Salvage  and  Street  Sweeping  968 
Miscellaneous  Visits  not  enumerated  above  407 


SUMMARY  OF  WORK  CARRIED  OUT  UNDER 

NOTICES  SERVED. 

The  various  works  completed  during  the  year  under  notices 
served  or  on  intimation  to  owners  or  occupiers  are  as  appended 
below : — 


House  and  General. 

Number  of: — 

Cliimneys  and  Roofs  repaired 227 

Spoutings  and  rainwater  pipes  renewed  190 

Walls  rebuilt  or  repaired  144 

Floors  relaid  or  repaired  73 

Ceilings  and  wall-plasters  repaired  276 

Window  frames  and  sash  cords  repaired  117 

Fireplaces  repaired  16 

Doors  and  frames  repaired  167 

Sinks  and  waste  pipes  repaired  or  provided  ...  70 

House  water  supplies  repaired  14 

Internal  house  water  supplies  provided  5 

Yard  surfaces  relaid  or  repaired  30 

Refuse  bins  renewed  105 

Staircases  repaired  ii 

Foodstores  provided  or  improved  12 

Coal  storage  provided  or  improved  ...  ...  ...  8 

Accumulations  of  Rubbish  removed 114 

Washing  accommodation  provided  or  improved  ...  6 


House  Drainage. 

Number  of : — 

Drains  tested,  relaid  or  repaired 160 

New  gullies,  traps  or  grids  provided  38 

Soil  and  vent  pipes  provided  or  renewed  3 

Stoppages  in  drains  removed  by  Owners  55 

Stoppages  in  drains  removed  by  Council  without  Notices 

being  served  614 
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Water  Closets. 
Number  of : — 


Additional  Accommodation  Provided  5 

Water  supplies  repaired  19 

Basins  renewed  ...  ...  15 

Other  repairs  21 

Stoppages  in  drains  removed  by  Owners  ...  ...  21 

Stoppages  in  drains  removed  by  Council  without  Notices 

being  served  158 

COMPLAINTS. 

These  are  enumerated  below  and  it  vdll  be  seen  that  Housing 
defects  are  the  main  item  of  complaint : 

Drain  stoppages  2CO 

Housing  defects  157 

Dilapidated  Refuse  Bins  90 

Verminous  conditions ...  41 

Rat  and/or  Mice  infestations  162 

Accumulations  of  Rubbish  59 

Accumulations  of  Household  Refuse 63 

Miscellaneous  137 

At  private  premises  a total  of  828  drains  were  cleared  by  the 

workmen  of  the  Department.  These  stoppages  being  of  a minor 
character  were  cleared  by  a vacuum  pump  so  avoiding  the  necessity  of 
serving  notices  and  in  each  case  the  nuisance  was  abated  with  the 
minimum  of  delav. 

COMMON  LODGING  HOUSES. 

There  are  no  common  lodging  houses  in  the  District. 

SHOPS. 

187  visits  were  made  in  connection  with  the  administration  of 
this  legislation. 

At  shop  premises  in  your  District  the  undermentioned  infringe- 
ments were  comphed  on  intimation  notices  : — 

Washing  facilities  provided  i 

Premises  cleansed,  redecorated  or  repaired  5 
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ATMOSPHERIC  POLLUTION. 


Instruments  in  use  in  the  District  comprise  : — 

5 — Standard  Deposit  Gauges. 

2 — Lead  Peroxide  Instruments. 

I — Volumetric  Smoke  Apparatus. 

Short  Analyses  readings  v/ere  carried  out  monthly  whilst  Long 
Analyses  were  obtained  for  the  months  of  March,  June,  September  and 
December,  1961. 

Appended  herewith  are  averages  for  Short  and  Long  Analyses. 

STANDARD  DEPOSIT  GAUGES. 

Monthly  averages  for  period  ending  31st  December,  1961. 

Short  Analysis. 


Site 

p.H. 

Undissolved 

Matter 

(Tons/Sq. 

Mile) 

Dissolved 

Matter 

(Tons/Sq. 

Mile) 

Total 

Deposited 

(Tons/Sq. 

Mile) 

Rainfall 

(Inche«) 

Cleveland  House,  ... 

5.84 

34.83 

10.44 

45.27 

1. 61 

Grangetown  . . . 

(5-87) 

(96-57) 

(13.42) 

(109.99) 

(2-34) 

Lanny’s, 

5.86 

12.37 

9.38 

21.75 

1.62 

Grangetown  . . . 

(6.06) 

(21.25) 

(9-04) 

(30.29) 

(2.51) 

Labour  Exchange, 

6.26 

18.36 

10.35 

28.70 

1.64 

South  Bank 

(5-78) 

(32.81; 

(12.02) 

(44.83) 

(2-27) 

St.  Peter’s  Modern 

School, 

6.10 

9.19 

6.71 

15.90 

I.6I 

South  Bank 

(5-97) 

(14.89) 

(7-29) 

(22.18) 

(2-34) 

Crossbeck  Convent, 

6.44 

8.00 

4-77 

12.77 

1. 61 

Normanby 

(6.17) 

(10-53) 

(4-59) 

(15.12) 

(2.46) 

Results  for  previous  year  in  brackets. 
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MONTHLY  AVERAGES  OF  TOTAL  DEPOSITS  (TONS/SQ.  MILE)  DURING  THE  PAST  TEN  YEARS. 

GAUGE  SITE. 
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Results  for  previous  year  in  brackets 


Sulphur  Dioxide. 

The  average  monthly  readings  of  SO3  per  100  square  centimetres 
per  day  are  as  follows  : — 


i960 

1961 

Cleveland  House  ... 

2.26 

1.91 

Crossbeck  Convent 

1. 13 

1.03 

Daily  Air  Pollution  Measurement. 

The  machine  was  brought  into  use  towards  the  end  of  1961.  It 
was  set  up  in  Normanby  Clinic  and  the  results  for  the  four  months  in 


question  are  appended: — 

Microgrammes  per  cubic  metre 

Average 

Highest 

Lowest 

Value 

Value 

Value 

September  

83 

130 

40 

October  

128 

230 

50 

November  

233.5 

510 

30 

December  

326.7 

660 

96 

General. 

It  would  appear  that  Total  Solid  Deposits  as  recorded  over  the 
past  10  years  have  shov/n  a most  definite  decrease  in  all  gauges  for  the 
year  1961.  Is  it  too  much  to  hope  that  this  downward  trend  can  be 
maintained  even  when  industrial  production  returns  to  its  peak?  I 
think  it  can,  especially  if  modern  dust  cleaning  equipment  is  brought 
into  use  without  delay.  Future  readings  in  connection  with  Deposit 
Gauges  in  the  Eston  Urban  Area  should  prove  to  be  most  interesting. 

During  the  year  diesel  shunting  vehicles  were  introduced  in  local 
steelworks. 


MOVEABLE  DWELLINGS. 

There  are  no  licensed  sites  within  the  area.  Travelling  nomads 
encamp  in  the  Flatts  Lane  area  of  your  district  and  in  connection  with 
the  moving  on  of  these  people  34  visits  of  inspection  were  required. 
Their  stay  resulted  in  rubbish  and  litter  in  quantity  being  left  to  spoil 
the  beautiful  woodland.  This  in  itself  justifies  that  these  people  be 
kept  on  the  move.  In  cases  of  difficulty  Police  assistance  is  readily 
available. 
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DISINFESTATION. 

This  work  is  carried  out  on  a part  time  basis  by  the  Rodent 
Operator. 

During  the  year  167  treatments  were  carried  out  at  Domestic 
Premises  whilst  46  treatments  took  place  at  Industrial  Undertakings. 

It  would  appear  that  infestations  today  are  chiefly  of  the  cockroach 
family. 


PUBLIC  CLEANSING  AND  SALVAGE. 


The  present  Refuse  Collection  Vehicles  consist  of 


I Karrier  Gamecock 
(with  Loaders’  Cab) 

purchased 

Year 

1954 

Capacity. 

10  cub.  yds. 

I Karrier  Bantam 

55 

1955 

7 cub.  yds. 

I Karrier  Gamecock  Dual  Tip 
(with  Loaders’  Cab) 

55 

1957 

18  cub.  yds. 

I 55  55 

55 

i960 

18  cub.  yds. 

2 55  55  55 

55 

1961 

18  cub.  yds. 

During  the  year  two  of  the  older  side  loading  refuse  vehicles  were 
replaced  with  two  rear  loading,  larger  capacity,  refuse  collection 
vehicles.  It  is  the  intention  to  gradually  standardise  the  fleet  on  rear 
loading  gravity  packing  larger  capacity  vehicles.  The  light  and  bulky 
condition  of  the  refuse  demands  this  type  of  vehicle. 

A weekly  collection  of  refuse  was  maintained  during  1961,  and  in 
relation  to  costing  I have  appended  the  Ministry’s  return  for  the  year. 
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COST  STATEMENT. 


Item 

Particulars 

Street 

Sweeping 

and 

Watering 

Street 

Gulley 

Cleansing 

Total 

Percentage 
of  total 
gross 

expenditure 

REVENUE  ACCOUNT 

£ 

£ 

£ 

% 

I 

Gross  Expenditure  : 

(i)  Labour 

(ii)  Transport 

(iii)  Plant,  equipment,  land 

and  buildings,  etc.  ... 

(iv)  Other  items  

IA05 

3,024 

173 

4 

357 

517 

12 

17 

7,762 

3^541 

185 

21 

67 

31 

2 

(v)  Total  gross 
expenditure 

10,606 

903 

11,509 

100 

2 

Gross  Income  (excluding 
reimbursements  from 
Ministry  of  Transport  and 
the  County  Council) 

18 

47 

65 

3 

Net  Cost  

10,588 

856 

11,444 

— 

4 

Capital  expenditure  met  from 
revenue  (included  above)  . . . 

— 

— 

— 

— 

5 

Gross  expenditure  on  snow 
clearance  not  included 
previously  

615 

615 

6 

Unit  Costs 

Net  cost  (Item  3)  per  street 
mile 

£ 

147 

£ 

147 

£ 

£ 

£ 

7 

Net  cost  (Item  3)  per  1,000 
street  gullies  cleansed 

— 

81 

81 

— 

8 

Net  cost  (Item  3)  per  1,000 
population 

293 

24 

317 

— 

9 Mileage  of  streets  cleansed  70 
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Item 

Particulars 

Refuse 

Collection  Disposal 

Totals 

Percentage 
of  total 
gross 

expenditure 

REVENUE  ACCOUNT 

£ 

£ 

£ 

% 

I 

Gross  Expenditure  : 

(i)  Labour 

13,486 

L363 

14,849 

58 

(ii)  Transport 

7,266 

844 

8,110 

32 

(hi)  Plant,  equipment,  land 

and  buildings 

418 

2,239 

2,657 

10 

(iv)  Other  items  ... 

24 

64 

88 

— 

(v)  Total  gross 

expenditure 

21,194 

4,510 

25,704 

100 

2 

Gross  Income  (including 

£ — received  from  other 

local  authorities)  ... 

469 

2,531 

3,000 

— 

3 

Net  Cost  

20,725 

L979 

22,704 

— 

4 

Capital  expenditure  met 

from  revenue  (included 

above) 

— 

L432 

1,432 

— 

Unit  Costs 

s.  d. 

s.  d. 

s.  d. 

5 

Gross  cost  per  ton,  labour 

only  ...  ...  ... 

23  II 

2 6 

26  5 

6 

Gross  cost  per  ton,  transport 

only  ...  ...  ... 

12  10 

I 6 

14  4 

7 

Net  cost  (all  expenditure) 

per  ton  ... 

36  9 

3 7 

40  4 

£ 

£ 

£ 

8 

Net  cost  per  1,000 

population 

573 

55 

628 

9 

Net  cost  per  1,000  premises 

LS35 

175 

2,010 

10 

11 

12 

13 

14 

15 

16 


Area  (statute  acres) — land  and  inland  water 
Population  at  30th  June,  i960  (Registrar  General’s 
Estimate) 

Total  refuse  collected  (tons) 

Weight  (cwts.)  per  1,000  population  per  day 
(365  days  to  year) 

Number  of  premises  from  which  refuse  is 
collected 

Total  refuse  disposed  of  (of  which  — tons  were 
disposed  of  for  other  local  authorities) 

Methods  of  disposal  (Salvage  excluded)  : 

(a)  Crude  tipping 

(b)  Controlled  Tipping 

(c)  Direct  incineration 

(d)  Separation  and  incineration 

(e)  Other  methods  (state  nature) 


5^559  acres 

36,180  persons 
11,294  toils 

17  cwts. 

11,294  premises 

11,020  tons 


0/ 

/o 

100  % 

— % 
- % 
— % 


100  % 
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17  Salvage  and  Trade  Refuse.  Analysis  of  income  and  tonnage  : 

Tonnage 

Income  Collected 

(Included  in  Included  in 

Item  2)  (Item  12) 


Salvage  : 

£ 

Tons 

(a)  Raw  Kitchen  Waste  . . . 

— 

— 

(b)  Scrap  Metal  ... 

130 

II 

(c)  Waste  Paper  ... 

1,930 

257 

(d)  Other  Salvage 

99 

6 

(e)  Totals 

2,159 

274 

Trade  Refuse 

653 

Included  in 
Item  No.  12 
but  separate 
figure  for 
tonnage  not 
available. 

It  will  be  noted  that  the  nett  cost  of  Refuse  Collection  and  Disposal 
per  1 ,000  premises  amounted  to  £2,010  or  approximately  9 id.  per 
week  per  premises.  A reasonable  charge  for  having  the  waste  removed 
from  each  premises  once  per  week  and  disposed  of  in  a hygienic 
manner. 


Refuse  Disposal. 

Your  present  tipping  site  is  on  the  land  of  the  Tees  Conservancy 
Commissioners  at  Teesport.  It  is  approximately  4 miles  distance  from 
the  centre  of  your  District  and  is  approached  by  a good  roadway, 
namely  the  Tees  Dock  Road.  Tipping  on  this  site  is  now  in  its  third 
year.  Builders’  rubbish  and  certain  trade  wastes  are  accepted  on  your 
tip  by  agreement,  from  firms  within  your  District,  who  are  responsible 
for  their  own  haulage  and  pay  a nominal  charge  of  is.  od.  per  load  for 
tipping  facilities.  Tight  control  is  effected  over  this  trade  waste 
disposal  as  otherwise  your  most  valuable  tipping  land  would  soon 
disappear. 

100%  controlled  tipping  is  in  being  and  the  “Bristol  25”  Bulldozer 
which  is  now  in  its  5th  year  of  working  is  a most  valuable  asset  in  this 
work  of  land  reclamation. 


Salvage. 

Mixed  waste  paper,  cardboard,  etc.  is  mechanically  baled  and  an 
average  of  20  tons  per  month  is  despatched  to  Messrs.  Thames  Board 
Mills  Limited  with  whom  you  hold  a contract.  Incentive  bonus  is 
paid  to  the  workmen  on  total  sales  of  all  salvage  which  includes  metals 
and  rags. 
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Street  Sweeping. 

This  work  is  carried  out  by  manual  labour  and  two  street  sweeper 
collector  machines.  The  machines  are  employed  in  the  main  on 
County  Roads  and  Housing  Estates  whilst  manual  sweeping  is  employed 
in  the  built  up  areas  of  your  townships. 

The  older  machine  was  purchased  in  1952  whilst  the  latest  machine 
was  obtained  in  1959.  The  former  vehicle  is  to  be  replaced  in  the 
year  1962. 

Litter  Bins, 

During  the  year  litter  bins  have  been  in  use  at  certain  strategic 
points.  These  have  been  used  but  are  not  the  complete  answer  to  the 
problem.  The  public  must  play  its  part.  The  use  of  pre-packed 
wrappers  on  goods  sold  from  mobile  shops  adds  to  the  problem, 
especially  on  housing  estates  and  here  regular  sweeping  is  the  only 
answer.  The  litter  dropping  in  these  areas  may  be  described  as  mobile 
and  must  be  tackled  daily  by  mechanical  means. 

Snow  Removal  and  Gritting. 

No  snow  removal  work  of  any  significance  was  necessary  during 
the  year.  A number  of  heavy  frosts  necessitated  gritting  and  salting 
work.  During  the  normal  day,  the  work  was  performed  by  the  street 
sweeping  personnel,  whilst  at  night  the  heavy  refuse  vehicles  and 
certain  of  the  staff  were  called  upon  for  duty.  The  rear  loading  dual 
tip  type  of  vehicle  has  proved  to  be  most  useful  for  the  work  of  gritting^ 
It  is  easily  loaded  by  hydraulic  shovel  and  can  carry  a good  load  of 
defrosting  materials.  The  gritting  personnel  can  work  quite  com- 
fortably within  the  body  of  the  vehicle  supplying  the  trailer  type  grit 
machines  with  the  materials  for  spreading. 


FACTORIES. 

108  visits  of  inspection  were  made  to  Factories  in  your  District 
and  at  13  Factories  defects  were  found  to  exist  and  these  were  remedied 
by  informal  action. 

A copy  of  the  Factories  Act,  1937  to  1959  report  is  appended 
herewith. 
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FACTORIES  ACTS,  1937  to  1959* 

Annual  Repokt  of  the  Medical  Officer  of  Health 

in  respect  of  the  5^ear  1961  for  the  Urban  District  of  Eston  in  the 

County  of  Yorkshire. 

PART  I OF  THE  ACT. 


I.  Inspection  for  purposes  of  provisions  as  to  health  (including 
inspections  made  by  Sanitary  Inspectors). 


Premises 

No.  on 
Register 

Inspections 

Written 

Notices 

Occupiers 

Prosecuted 

(i)  Factories  in  which 
Sections  i,  2,  3,  4 and 

6 are  enforced  by  Local 
Authorities  ... 

13 

33 

4 

(ii)  Factories  not  in- 
cluded in  (i)  in  wliich 
Sec.  7 is  enforced  by 
the  Local  Authority 

58 

59 

I 

(iii)  Other  premises  in 
which  Section  7 is 
enforced  by  the  Local 
Authority  (excluding 
Outworkers’  premises) 

8 

16 

8 

Total 

79 

108 

13 

— 

2.  Cases  in  which  DEFECTS  were  found. 


(If  defects  are  discovered  at  the  premises  on  two,  three  or 
more  separate  occasions  they  should  be  reckoned  as  two, 
three  or  more  “ cases  ”.) 


Number  of  cases  in  which 
defects  were  found. 

No.  of 

Particulars 

Found 

Reme- 

Referred 

cases  in 
v/hich 

died 

To  H.M. 
Inspector 

By  H.M. 
Inspector 

prosecu- 
tions were 
instituted 

W&nt  of  cleanliness  (S.i)  ... 

4 

3 

- 

Overcrowding  (S.  2) 

— 

— 

— 

Unreasonable  Temperature 
(S.  3)  

Inadequate  ventilation 

— 

— 

— 

— ■ 

Ineffective  drainage  of 
floors  (S.  6) 

Sanitary  Conveniences  (S7) 
(a)  Insufficient 

8 

8 

(b)  Unsuitable  or  defective 

I 

I 

— 

— 

_ 

(c)  Not  separate  for 
sexes 

Other  offences  against  the 
Act  (not  including 
offences  relating  to 
Outwork) 

Total 

■ 

13 

12 

— 

— 

— 
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PART  VIII  OF  THE  ACT. 

OUTWORK. 

(Sections  no  and  in). 

There  was  a NIL  return  in  respect  of  Outwork. 


Meat  and  other  Foods. 


Three  private  slaughterhouses  are  licensed  for  slaughtering  v/ithin 
your  District.  These  slaughterhouses  are  small  and  by  no  means  cater 
for  the  meat  requirements  of  the  area.  The  premises  have  been 
approved  and  brought  up  to  the  necessary  standards  required  under  the 
Slaughterhouse  Regulations. 

241  visits  were  made  to  slaughterhouses  in  connection  with  meat 
inspection  during  1961  and  appended  herewith  are  details  in  connection 
with  animals  slaughtered  and  inspected:— 


Carcases  Inspected  and  Condemned. 


Cattle 

Excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Horses 

Number  killed  (if  known) 

261 

7 

I 

1,037 

332 

— 

Number  inspected 

261 

7 

I 

1,037 

332 

— 

All  Diseases  except  Tuber- 
culosis and  Cysticerci. 

Whole  carcases  condemned 

I 

— 

Carcases  of  which  some  part 
or  organ  was  condemned 

4 

— 

— 

4 

II 

— 

Percentage  of  the  number 
inspected  affected  with 

disease  other  than  tuberculosis 
and  cysticerci 

T-53 

0.38 

3.3 

Tuberculosis  only. 

Whole  carcases  condemned  ... 

— 

— 

— 

— 

— 

— 

Carcases  of  which  some  part 
or  organ  was  condemned 

— 

— 

— 

— 

2 

— 

Percentage  of  the  number 
inspected  affected  with 

tuberculosis 

— 

— 

— 

— 

0.6 

— 

Cysticercosis. 

Carcases  of  which  some  part 
or  organ  was  condemned 

- - . 

- --- 

- -- 

- -- 

. 

. 

Carcases  submitted  to 
treatment  by  refrigeration  ... 

— 

— 

— 

— 

— 

— 

Generalised  and  totally 
condemned 

— 

— 

— 

— 

— 

— 
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Details  of  Carcases  and  Offals  condemned. 

Sts. 

lbs. 

I Bullock  and  all  organs 

— Septicemia 

44 

— 

I Set  of  Bovine  Lungs 

— -Conjestion 

. . . — 

10 

I Bovine  Sirloin 

— Lipoma  . . . 

12 

— 

2 Sets  Pig  Kidneys 

“Cysts 

. . . — 

2 

4 Pig  Lungs 

— Pneumonia 

...  — 

12 

2 Sheep  Livers 

— Abscesses 

. . . — 

5 

I Bovine  Liver 

“Cirrhosis 

I 

— 

3 Pig  Livers 

Condemned  Meat. 

— Cirrhosis 

12 

This  commodity  is  coloured  by  the  Inspection  Staff  and  collected 
when  required  by  arrangement  with  a local  knacker  firm. 

A tabulated  list  of  condemned  food,  other  than  meat,  dealt  with 
during  the  year  is  appended  herewith  : — 


Bacon 


Sausage  

...  56 

lbs. 

Tinned  Fruit  

...  271 

tins. 

}> 

Vegetables 

III 

tins. 

3) 

Meats  

...  138 

tins. 

33 

Milk  

21 

tins. 

33 

Fish  

21 

tins. 

33 

Pudding  

13 

tins. 

33 

Soup  

17 

tins. 

33 

Whole  Eggs 

13 

tins. 

33 

Fruit  Juice  ... 

4 

tins. 

Preserves  

36 

jars. 

Pickles 

•••  ••• 

3 

jars. 

315  lbs. 


Food  Shops. 

During  the  year  154  visits  were  made  to  Food  Shops  in  the  area 
whilst  188  visits  were  made  to  Food  Preparation  and  Storage  rooms. 
At  6 premises  works  of  repair,  cleansing  and  redecorating  were 
carried  out  on  intimation  notice  whilst  washing  facilities  were  provided 
at  5 premises. 
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Appended  below  is  a summarised  list  of  the  various  types  of 
food  shops  in  this  area  : — 


Small  General  Dealers  ... 
Grocers 

Confectioners  

Green  Grocers  and  Fruiterers 

Butchers 

Fish  Fryers  

Wet  Fish 


92 

41 

30 

16 

28 

23 

5 


Food  Premises  Registered  Section  16  Food  and  Drugs  Act,  1955 
for  the  undermentioned  purposes  are  : — 

Preparation  or  manufacture  of  Sausages,  etc.  23 

Preparation  of  Fish  Cakes,  etc 6 

Sale  and  Storage  of  Ice  Cream  142 

Manufacture,  Sale  and  Storage  of  Ice  Cream  4 


Ice  Cream. 

Most  of  the  Food  Shops  in  the  District  are  selling  pre-packed 
Ice  Cream.  This  is  refrigerator  stored  and  suitable  hand  washing 
facilities  are  available.  These  two  factors  must  be  complied  with 
before  your  Committee  are  recommended  to  grant  registration. 

During  the  year  17  samples  of  Ice  Cream  were  obtained  and  sub- 
mitted for  Bacteriological  Analysis,  the  results  being  as  follows  : — 

II  Samples — Provisional  Grade  I. 

4 Samples — Provisional  Grade  II. 

I Sample — Provisional  Grade  III. 

I Sample — Provisional  Grade  IV. 


Bakehouses. 

The  total  number  of  Bakehouses  registered  with  your  Authority 
is  II.  33  inspections  of  these  premises  were  carried  out  during  the 
year  and  at  3 premises  notices  were  served  in  connection  with  the 
redecoration  of  the  preparation  rooms.  These  were  complied  without 
delay.  All  other  premises  were  conducted  satisfactorily. 
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Fish  Shops. 

34  visits  of  inspection  were  carried  out  to  Fish  Frying  and  Wet 
Fish  Shop  premises.  All  except  one  was  found  to  be  in  a reasonable 
condition  of  cleanliness,  here  notice  was  served  and  complied  satis- 
factorily. 

Markets. 

The  South  Bank  open  Market  continued  to  flourish  and  was  well 
attended  each  Friday.  The  open  Market  at  Grangetown  continued 
to  be  held  each  Saturday.  The  latter  is  a small  market  comprised 
mainly  of  fruit  and  vegetable  vendors. 

Market  receipts  for  the  year  ending  31st  March,  1962,  amounted 
to  £1,233  15s.  od.  Expenditure  amounted  to  £1,246  15s.  4d.  and 
this,  whilst  appearing  high,  is  mainly  accounted  for  in  labour  costs. 


MILK  SUPPLY. 

There  are  67  premises  registered  for  the  purpose  of  Milk 
distribution  in  your  District.  The  majority  of  these  are  of  the 
“ General  Dealer  ” type  who  are  retaihng  bottled  milks  and  hold 
“ Dealers’  Licences”.  The  majority  of  the  milk  consumed  in  your 
District  is  “Pasteurised”  whilst  a small  amount  of  “Sterilised”  and 
“Tuberculin  Tested  Farm  Bottled”  is  retailed. 


Sampling. 

During  the  year,  33  samples  of  milk  were  obtained  and  submitted 
for  Bacteriological  Analysis  to  the  Pubhc  Health  Laboratory  Service, 

Details  of  the  results  are  tabulated  below  : — 


Total 
No.  of 
Samples 

Designation 

of 

Sample 

Analy 

sis  Result 

Satisfactory 

Not  Satisfactory 

3 

Tuberculin  Tested  Milk 
(Farm  bottled) 

3 

— 

29 

Pasteurised  Milk 

27 

2 

I 

Sterilised  Milk 

I 

— 
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Mobile  Shops. 

Approximately  35  Vans  are  operating  within  your  area.  During 
the  year  these  have  been  inspected  on  some  60  occasions,  v/hen  advice 
has  been  given  re  food  storage  and  general  hygiene.  No  serious 
offences  have  been  found  to  exist  other  than  on  2 occasions  carelessness 
was  observed  in  connection  with  hot  water  supplies  for  hand  washing 
facilities.  Letters  of  warning  to  the  firms  concerned  put  the  matters  in 
order  and  acted  as  good  hygiene  propaganda. 

As  mentioned  in  the  Annual  Report  of  last  year,  Mobile  Shops  are 
here  to  stay  and  I think  the  only  method  of  enforcing  proper  control 
over  this  type  of  business  is  via  registration  by  the  local  authority.  In 
this  connection  it  is  high  time  that  national  legislation  was  brought  into 
being. 


RODENT  CONTROL. 

Your  Authority  continued  to  employ  a Rodent  Operator  on  a part 
time  basis.  During  the  year  334  private  premises  and  55  business 
premises  were  treated.  The  latter  was  chargeable  work  calculated  on  a 
time  and  materials  basis. 

During  the  fiscal  year  ending  31st  March,  1962,  two  maintenance 
treatments  were  carried  out  to  the  Public  Sewers  in  the  District  and 
records  indicate  that  infestations  occurring  therein  were  of  a minor 
character. 


INFECTIOUS  DISEASES  PREVENTION. 

189  visits  were  made  in  connection  with  the  control  of  Infectious 
Diseases.  The  homes  of  all  notified  cases  were  visited  and  where 
necessary  terminal  disinfections  carried  out. 
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PUBLIC  SWIMMING  BATHS. 


Information  in  connection  with  this  building  has  been  obtained 
from  Mr.  Cameron,  the  Baths  Superintendent,  to  whom  thanks  are 
tendered. 

The  building  consists  of  two  swimming  pools,  slipper  baths  for 
each  sex  and  a cafe.  Details  of  the  swimming  pools  are  as  under  : — 

1.  Main  Pool. 

Length  no  feet.  Breadth  42  feet.  Depth  ranging  from 
3 feet  to  12  feet  6 inches.  Water  capacity  220,000  gallons. 

2.  Learners’  Pool. 

Length  45  feet.  Breadth  20  feet.  Depth  ranging  from 
2 feet  6 inches  to  3 feet  6 inches.  Water  capacity  17,000 
gallons. 

Water  is  obtained  from  the  main  supply  of  the  water  undertakers 
for  the  District,  namely : The  Tees  Valley  and  Cleveland  Water 
Board. 

The  water  from  both  swimming  pools  is  pressure  filtered  at  the 
rate  of  60,000  gallons  per  hour  and  all  water  is  completely  changed 
once  every  4 hours. 

Sterilisation  is  carried  out  by  chlorination  on  the  ‘‘  Breakpoint 
Principle  ” and  bacteriological  samples  of  the  swimming  bath  water  are 
obtained  adjoining  the  inlet  and  outlet  points  of  both  baths  each  month. 

44  samples  were  obtained  during  the  year  all  except  one  proved 
satisfactory.  In  connection  with  this  adverse  sample  your  Authority 
where  advised  regarding  additional  chlorination  equipment  which  at 
the  time  of  writing  is  on  order. 
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